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DEPARTMENT FOR EUR/RPM: CAMPBELL 

E.O. 11652: N/A 
TAGS: CCMS, ENRG, SW 

SUBJECT: CCMS: GEOTHERMAL PILOT STUDY SMALL POWER PLANTS MEETING, 
SAO MIGUEL, THE AZORES, SEPTEMBER 8-11, 1975 

REF: STATE 177554 

INVITATION TO ATTEND AZORES MEETING EXTENDED JULY 30, 1975 
TO ACADEMY OF ENGINEERING SCIENCES (IV A) PLUS SIX SCIENTISTS 
WITH KNOWN INTEREST IN GEOTHERMAL ENERGY. IVA FOREIGN 
SECRETARY ADVISED REPORTING OFFICER THAT SWEDEN, ALTHOUGH 
INTERESTED, WOULD NOT REPEAT NOT SEND A REPRESENTATIVE 
TO THE MEETING. STRAUSZ-HUPE 
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